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LIMITED OFFICIAL USE HONG KONG 9263 

CANBERRA FOR HIMMELBERGER; WELLINGTON FOR RSO; DEPT FOR SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: RADIATION SAFETY EQUIPMENT 
REF: CANBERRA 5541 

1 . RTC CAN SUPPLY FILM HOLDERS AND IM-9/PD POCKET DOSIMETER. 
HOWEVER, VINTAGE DOSIMETER CHARGER IS INOPERATIVE AND CANNOT 
BE REPAIRED BY RTC. 

2. FOR SY/T: RTC HAS TEN IM-9/PD DOSIMETERS WHICH ARE 
SURPLUS TO OUR NEEDS. UNLESS OTHERWISE ADVISED, WILL RETURN 
THESE AND CHARGE TO SY/T. PLEASE ADVISE IF YOU WISH US 

TO SUPPLY FILM HOLDERS AND OLDER DOSIMETER TO WELLINGTON. 
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